SS-28 SERVICE SPECIFICATIONS — 2GR-FE INTAKE 


2GR-FE INTAKE 
SERVICE DATA 


Vacuum switching valve Resistance 1-2 37 to 44 Q at 20°C (68°F) 
1 - Body ground 10 kQ or higher 


2 - Body ground 


